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Paraoxonase Activity 

• Assay Principle: Paraoxonase activity is determined 
using paraoxon as the substrate by measuring the 
increase in the absorbance at 412 nm due to the 
formation of 4-nitrophenol. Additionally phenylacetate 
can be used as the substrate. The paraoxonase catalized 
hydrolysis of phenylacetate is recorded by the increase 
in the absorbance at 270 nm. 

• Sample: Serum 


Source: https://www.industrydocuments.ucsf.edu/docs/rsbk0001 



Antioxidant Activity 

Assay Principle: ABTS (2,2'-azino-di-[3- 
ethylbenzthiazoline sulphonate]) is incubated with a 
peroxidase (metmyoglobin) and H 2 0 2 to produce the 
radical cation ABTS + . This has a relatively stable blue- 
green colour, which is measured at 500 nm. 
Antioxidants in the added plasma sample cause 
suppression of this colour production to a degree which 
is proportional to their concentration. 

Sample: Serum or heparinized plasma 


Source: https://www.industrydocuments.ucsf.edu/docs/rsbk0001 



